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.  NOTICES 


FEDERAL  ENERGY  OFFICE 

NATIONAL  UTILITY  RESIDUAL  FUEL 
OIL  ALLOCATION 

Suppliers  Percentage  Notice 

Pursuant  to  the  provisions  of  10  CFR 
211.163(b),  211.164  and  211.165(d)(2), 
the  Federal  Energy  Office  (FEO)  hereby 
provides  notice  of  the  volumes  of  residual 
fuel  oil  allocated  to  each  utility  for  April 
1974,  and  the  percentages  of  such  vol¬ 
umes  required  to  be  supplied  by  each  sup¬ 
plier  for  delivery  in  April  1974.  This  in¬ 
formation  is  set  forth  in  the  Appendix  to 
this  notice.  Adjustments  of  certain  sup¬ 
plier  base  period  percentages  have  been 
made  at  the  request  of  affected  utilities, 
pursuant  to  the  criteria  of  10  CFR  205.24 
and  are  reflected  in  the  Appendix. 

The  utility  allocations  were  determined 
after  review  of  the  impact  or  reduced  fuel 
supplies  between  utility  and  non-utility 
uses  of  residual  fuel  oil.  In  calculating  the 
allocation  level  for  each  utility  the  FEO 
considered  all  of  the  factors  enumerated 
in  10  CFR  211.163(b)  and  also  the  follow¬ 
ing  other  factors: 

1.  The  data  contained  in  the  revised 
Federal  Power  Commission  (FPC)  form 
23  and  addendum  thereto  submitted  by 
utilities  for  April; 

2.  Utility  residual  fuel  oil  requirements 
were  assumed  to  be  reduced  as  a  result 
of  conservation  efforts  by  utilities  de¬ 
signed  to  achieve  at  least  seven  (7)  per¬ 
cent  load  reduction  below  normal  trends: 

3.  Residual  fuel  oil  needs  for  utilities 
were  assumed  to  be  reduced  as  a  result 
of  contemplated  power  purchases  from 
coal  and  hydro-based  utility  systems 
which  were  considered  feasible  by  the 
Federal  Power  Commission; 

4.  Again  recognizing  the  utilities’  need 
for  inventory  buildups,  an  incremental 
increase  has  been  included  in  the  sched¬ 
uled  delivery  levels  for  April.  The  indi¬ 
vidual  utility  inventory  buildup  is  based 
upon  an  amount  equal  to  approximately 
10  percent  of  the  utility  projected  bum 
rate  for  the  month. 

The  amounts  shown  in  the  Appendix 
are  the  quantities  of  fuel  oil  to  be  deliv¬ 
ered  to  the  utility  listed  during  the  month 
of  April  1974.  Some  utilities  will  not  re¬ 
ceive  any  allocation  for  April.  This  is  due 
to  either  the  fact  that  these  utilities  bum 
other  fuels  primarily,  and  use  residual 
fuel  oil  only  for  stand-by  inventory  pur¬ 


poses,  or  the  fact  that  these  utilities  use 
residual  fuel  oil  only  in  small  percentages 
of  the  plant’s  capacity.  In  some  of  the 
latter  instances,  even  the  small  amount 
of  residual  fuel  oil  involved  is  eliminated 
by  the  conservation  guides  established 
for  utilities.  April  delivery  levels  were 
limited  in  some  instances  so  as  not  to  ex¬ 
ceed  utility  storage  capacity  plus  recom¬ 
mended  FEO  bum  level. 

The  Appendix  provides  the  name  of 
the  suppliers  obligated  to  supply  each 
utility  and  the  supplier’s  percentage  and 
volume  of  the  month’s  allocation.  The 
first  column  of  the  Appendix  lists  each 
utility  with  its  suppliers.  The  second  col¬ 
umn  sets  forth  the  recommended  FEO 
bum  for  the  month  of  April.  The  third 
and  fourth  columnr  provide  each  sup¬ 
plier’s  respective  percentage  and  volume 
share  of  a  utility’s  allocated  volume.  The 
fifth  column  provides  the  total  volume 
for  each  utility  from  all  suppliers.  Fol¬ 
lowing  the  name  of  certain  suppliers,  an 
additional  supplier  is  shown  in  paren¬ 
thesis.  The  supplier  in  parenthesis  is  pre¬ 
sumed,  on  the  basis  of  the  best  informa¬ 
tion  available,  lo  be  the  source  of 
supply  for  certain  resellers  supplying 
utility  end-users.  This  information  is 
provided  for  the  convenience  of  such  sup¬ 
pliers  and  the  FEO  requests  any  addi¬ 
tions  or  corrections  in  this  regard  be  for¬ 
warded  to:  Residual  Fuels  Manager  for 
Utilities,  P.O.  Box  2887,  Washington, 
D.C.  20013. 

The  Appendix  also  contains  for  the 
month  of  April  the  FEO  recommended 
total  residual  fuel  oil  bum  after  conser¬ 
vation  adjustments  for  the  utility.  Resid¬ 
ual  fuel  oil  delivery  levels  are  keyed  to 
the  FEO  bum.  Thus,  in  April  because  of 
the  proposed  inventory  buildup  most 
utility  companies  are  being  allocated  de¬ 
livery  levels  in  excess  of  the  FEO  recom¬ 
mended  bum.  The  excess  amounts  are  in¬ 
tended  as  an  incremental  addition  to  in¬ 
ventory.  Adjustments  have  been  made  in 
the  allocation  levels  of  certain  utilities  to 
reflect  necessary  corrections  in  the  de¬ 
livery  levels  authorized  in  February  and 
March. 

FEO  expects  the  utilities  to  consume 
supplies  at  or  below  FEO  bum  levels 
which  are  based  on  the  utilities’  proposed 
burn  less  adjustments  for  conservation 
efforts.  Where  a  utility  fails  to  encourage 
conservation  to  observe  FEO  bum  levels, 
its  allocation  for  following  months  will  be 


appropriately  adjusted  downward.  FEO 
will  consider  special  circumstances  such 
as  unexpected  outages  which  may  cause 
fuel  consumption  to  exceed  FEO  bum 
levels  in  any  month. 

The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data 
derived  from  utilities’  filings  of  FPC 
Form  23.  Prior  to  publication  of  the  May 
allocation  list  any  utility  which  requires 
residual  fuel  must  submit  a  revised  Form 
23  to  the  FEO  and  FPC,  to  reflect  any 
changes  in  need  resulting  from  the  April 
allocation  or  other  factors  which  would 
assure  updated  information.  As  an  ad¬ 
dendum  to  the  Form  23  revision,  each 
utility  must  include  the  following  data: 

April 

Addendum 

( 1 )  Actual  March  1974  data  showing : 

(a)  Net  energy  for  load; 

(b)  Net  generation  from  heavy  oil; 

(c)  Heavy  oil  consumption  for  generation; 

(d)  Heavy  oil  deliveries  In  the  month 
separately  by  suppliers  and  sulphur  content; 

(e)  Heavy  oil  deliveries  scheduled  during 
the  12-day  grace  period;  and 

(f)  Heavy  fuel  oil  stock  at  the  end  of  the 
month  including  any  fuel  to  be  delivered 
and  credited  to  the  March  allocation. 

(2)  (a)  Lists  of  both  (a)  total  and  (b) 
maximum  usable  heavy  oil  storage  capacity 
on-slte  or  near-slte  In  utility-owned  or 
leased  tanks; 

(b)  Total  capacity  of  any  other  off-site 
utility-owned  or  leased  storage  tanks;  and 

(c)  The  minimum  Inventory  level  desired 
by  the  utility  to  meet  forseeable  logistic  and 
operational  problems. 

(3)  Lists  disclosing  the  names  of  suppliers 
under  contract,  the  contract  termination 
dates  and  contract  delivery  levels  through 
October  31, 1974. 

A  copy  of  the  revised  Form  23  with  ad¬ 
dendum  must  be  mailed  to  both  the  FEO 
and  FPC  by  April  5,  1974.  Any  Form  23 
received  after  April  10,  1974,  may  be 
limited  to  consideration  in  connection 
with  the  utility  allocation  program  for 
June.  Reports  should  be  addressed  to 
“Data  Collection,”  FEO,  Box  2887,  Wash¬ 
ington,  D.C.  20013. 

Issued  in  Washington,  D.C.,  March  18, 
1974. 

William  N.  Walker, 
General  Counsel, 
Federal  Energy  Office. 
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APPENDIX 

RESIDUAL  FUEL  OIL  ALLOCATIONS  TO  UTILITIES  FOR  THE  MONTH  OF  APRIL,  lb)74 

RECOMMENDED  BY  SUPPLIER  TOTAL 

Red  burn  pct  c barrels )  < barrels > 


1.  NORTHEAST  POWER  COORDINATING  COUNCIL  AREA  <NPCC> 


CONNECTICUT 


NORTHEAST  UTILITIES 

1  ,4£7,1£6 

1  ,356 ,7£6 

AMERADA  HESS  CORP 

68 . 0 

9££  ,574 

TAD  JONES  CD  <GULF> 

£1.0 

£84  ,91£ 

WYATT  INC -< EXXON) 

10.0 

135,673 

H  N  HARTWELL&SDN  INC 

1 . 0 

13,567 

UNITED  ILLUMINATING  CO 

661  ,344 

731 ,544 

TEXACO 

87 . 0 

636 ,443 

WYATT  INC  (EXXON) 

13.0 

95,101 

MAINE 

BANGOR  HYDRO  ELEC.  CO. 

30,357 

37 ,££7 

SPRAGUE 

100.0 

37 ,££7 

CENTRAL  MAINE  POWER  CO. 

£57  >619 

£84,319 

TEXACO 

100.0 

£84,319 

MAINE  PUBLIC  SERVICE  CO. 

74 

758 

DEAD  R I V . 0  .  <  SPRAGUE  ) 

100.0 

758 

MASSACHUSETTS 

BOSTON  EDISON  CO. 

1 , 1 95,848 

1 ,518,006 

WHITE  FUEL  < TEXACO 

46.0 

698 , £83 

EXXON 

4£ .  0 

637,563 

SPRAGUE 

1£ .  0 

18£ , 161 

BRAINTREE  ELEC.  LT .  DEPT. 

5,134 

6 , 938 

CK  SMITH (GOLD. EAGLE) 

100.0 

6 , 938 

E  .UTIL .ASSOC . (MONTAUP&BLACKS 

£40,846 

V 

£7£ ,846 

TEXACO 

100.0 

£7£ ,846 

FITCHBURG  GAS  &  EL. 

16  !«8£1 

18 ,7£1 

NORTHEAST  PETROLEUM 

100.0 

18 ,7£1 

HOLYOKE  GAS  AND  ELECTRIC 

11  *113 

1£ ,306 

WYATT  INC  (EXXON) 

100.0 

1£  ,306 

NEW  ENG.  ELEC 

999, 55£ 

1 ,104, £5£ 

ASIATIC  PETRO  CORP 

60.0 

66£ ,551 

GOLD. EAGLE 

40.0 

441 ,701 

NEW  ENG.  G  &  E 

487,341 

538,541 

NEW  ENGLAND  PETRO 

84.8 

456,633 

WHITE  FUEL (TEXACO) 

15. £ 

81  ,858 
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NOTICES 


RECOMMENDED 
FED  BURN 

PCT 

BY  SUPPLIER 
< BARRELS > 

1UTAL 
< BARRELS) 

PEABODY  ELECTRIC  LT  DEPT 
PICKER I N6<NEPC0> 

1  >785 

100.0 

4  >361 

4  >  36 1 

TAUNTON  MUN .  LT. 

QUINCY  OIL  CD  < EXXON 

39 >494 

100.0 

43 >894 

43 >894 

NEW  HAMPSHIRE 

PUB  SER  OF  N.H. 

SPRAGUE 

CONOCO 

65  >536 

26.3 

73.7 

17 >236 

48 >300 

65 >536 

J 

NEW  YDRK 

CENTRAL  HUDSON  GAS  8,  ELEC  CD 
AMERADA  HESS  CORP 

341 >971 

100.0 

381 >379 

331 >379 

CONSOL  EDISON  OF  NY 

NEW  ENGLAND  PETRO 

EXXON 

AMERADA  HESS  CORP 

TEXACO 

3 >490 >333 

45.5 

20.3 

22.3 

11.4 

1 >773 >696 

810 >832 

869  >306 

444 >399 

3 >898 >233 

FREEPORT  >  VILLAGE  OF 

BURNS  BRDS  O.CNEPCO) 

17 >000 

100.0 

19 >657 

19 >657 

LAWRENCE  PARK  HEAT  &  LIGHT 
LONG  ISLAND  LIGHT  CO. 

NEW  ENGLAND  PETRO 

0 

1 >356 >342 

100.0 

1 >509 >842 

0 

1 >509 >842 

NIAGARA  MOHAWK  POWER  CO. 

NEW  ENGLAND  PETRO 

176 >582 

% 

100.0 

245 >263 

245 >263 

□RANGE  8,  ROCKLAND  UTILITIES 
NEW  ENGLAND  PETRD 

HOWARD  FUEL  CORP 

131 >732 

31.63 

68.37 

58,261 

125,933 

184 >194 
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RECOMMENDED 
FED  BURN 

PCT 

BY  SUPPLIER 
< BARRELS > 

ROCHESTER  GAS  &  ELECTRIC 
ALLIED  □ 

MONDCO  OIL  COMPANY 

0 

£9.7 

70.3 

-691 

1  >6-^ 

RHODE  ISLAND 

NEWPORT  ELECTRIC  COPP 

CK  SMITH 

7  >250 

1  0  0 . 0 

18 >240 

VERMONT 

CENTRAL  VERMONT  PUB  SERV 

0 

2.  MID-ATLANTIC  RREft  COORDINATION  AGREEMENT  CMARO 


DELAWARE 


DELMRRVR  PWP  &  LT  622 >458 


STEURRT  PETROLEUM  CO 

TEXACO 

GULF 

CONOCO 

22.0 

5.0 

8 . 0 

65 . 0 

152 >677 
34  >699 
55 >519 
451 >091 

DOVER 9  CITY  OF 

TEXACO 

£6:.  329 

100.0 

29  > 186 

DISTRICT  OF  COLUMBIA 

POTOMAC  ELEC.  PWR . 

ASIATIC  PETRO  COPP 

STEIJART  PETROLEUM  CO 

982  >838 

79.0 

£1.0 

857 >654 
£27 >984 

MARYLAND 

BALTIMORE  GAS  &  ELECTRIC 
AMERADA  HESS  CORP 

EXXON 

1 9 072  9 056 

52 .7 
47.3 

626  >250 
562 >080 

NEW  JERSEY 

ATLANTIC  CITY  ELECTRIC  COMPA 
AMERADA  HESS  CORP 

151 >499 

100.0 

172  >985 
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(BARRELS > 

2  >325 

18  >240 

0 

693  >  986 

£9* 186 

1 >  085  >  638 

1 > 188  >330 

172  >985 
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NOTICES 


RECOMMENDED 
FED  BURN 

PCT 

BY  SUPPLIER 
•:  BARRELS) 

TOTAL 

C BARRELS) 

GPU  INTEGRATED  SYSTEM 
AMERADA  HESS  CORF 

SWANN  OIL  INC 
SHIPLEY-HUMBLE 

500*736 

94.0 

5.0 

1.0 

582  su505 

27  *814 

5' *563 

556*282 

PUBLIC  SERVICE  ELECTRIC 
AMERADA  HESS  CORF' 

EXXON 

1  *384  *  000 

83.4 

16.6 

1  *275*580 

253  *880 

1  *529*400 

VINELAND *C I TY  OF  ELEC. 

SWANN  OIL  INC 

47*607 

1  0  0 . 0 

52*807 

52*807 

PENNSYLVANIA 

PHILADELPHIA  -ELECTRIC  CO. 
ARCO 

ANERABA^HESS  CHRP 

GULF 

NEW  ENGLAND  PETRO 

TEXACO 

CONOCO 

926*671 

£8.5 

21.5 

9.0 

£.1 

24.0 

14.9 

337*206 
254*384 
tl  06*486 
24*847 
283*963 
176*294 

If  183  *180 

3.  SOUTHEASTERN  ELECTRIC  RELIAlItPlTY  COUNCIL  <SERC> 

FLORIDA 

- 

FLORIDA  KEYS  ELEC  COOP 
BELCHER  OIL ‘EXXON) 

4*425 

100.0 

5*337 

5*337 

FLORIDA  P  t  L 

EXXON 

BELCHER  01 L< EXXON) 

1*523*730 

15.0 

85.0 

258*785 

1  ,466*449 

1*725*234 

FLORIDA  POWER  CORPORATION 
EXXON 

AMERADA  HESS  COPP 

1 *3 38 *626 

60.0 

40.0 

398*768 

599*178 

1 *497  *946 
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RECOMMENDED 
FED  BURN 

PCT 

BY  SUPPLIER 
< BARRELS) 

TOTAL 
< BARRELS) 

FORT  FIERCE-.  CITY  DF 

NEW  ENGLAND  PETRO 

£3,£00 

100.0 

£9,190 

£9,190 

GAINESVILLE*  CITY  DF 

EASTERN  SEABOARD 

£9 , 0£9 

100.0 

.33,189 

33 , 1 89 

GULF  POWER  CD. 

BAKER  SERVICECEXXON) 

0 

100.0 

993 

993 

JACKSONVILLE  ELEC.  RUTH . 

VEN  FUEL  INC 

CONOCO 

567,563 

8£  .6 
17.4 

517,047 

108,918 

6£5 ,965 

KEY  WEST  UTILITIES 

STD. OIL-KY 

56 , 068 

100.0 

61 ,916 

61 ,916 

LAKE  WORTH  UTIL  AUTHORITY 
EELCHER  01 L< EXXON) 

0 

100.0 

95 

95 

LAKELAND  LIGHT  %.  WTR  DEPT 
BELCHER<STD .OIL-KY) 

85,133 

100.0 

85,133 

85,133 

NEW  SMYRNA  BEACH 

ORLANDO  UTILITIES  COMM. 

NEW  ENGLAND  PETRO 

0 

£33,010 

100.0 

£57 , 0£5 

0 

£57 , G£5 

SEERING  UTILITIES  COMM. 
UNION  OIL  OF  CA 

4,384 

100.0 

4,836 

4,336 

TALLAHASSEE,  CITY  OF 

UNION  OIL  DF  CA 

53 ,4££ 

100.0 

59 , 096 

59 , 096 

TAMPA  ELECTRIC  CO. 

WESTERN  <STD  .OIL-KY) 

0 

100.0 

10,890 

10,890 

VERO  BEACH  MUNICIPAL  POWER 
BELCHER  01 L< EXXON) 

13,471 

100.0 

14,909 

14,909 

GEORGIA 

GEORGIA  POWER  COMPANY 

0 

7,956 
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NOTICES 


RECOMMENDED 
PEO  BURN 

PCT 

BY  SUPPLIER 
(BARRELS) 

TOTAL 

(BARRELS) 

SAVANNAH  ELECTRIC  &  POWER  CO 
COLON I AL  DILCEXXDN) 

170*370 

100.0 

170*370 

170*370 

MISSISSIPPI 

MISSISSIPPI  POWER  CO. 
ERGONCINTL  TRADING) 

BAKER  SERV I CE ( E XXON  > 

15*000 

45.0 

55.0 

3*100 

9*900 

13*000 

SOUTH  MISSISSIPPI  ELEC 
SOUTHLND  OIL 

AMERADA  HESS  CORP 

39*300 

33 . 0 
17.0 

1£3*£76 
£5 *£49 

143  *5£5 

NORTH  CRROLINfi 

CRROLINR  POWER  *  LT  . 

EXXON 

£*353 

1  00.0 

31 *413 

31 *413 

SOUTH  CRROLINR 

S. CRROLINR  ELEC  &  GRS  CO 
EXXON 

320*414 

100.0 

363*014 

363  *  014 

S. CRROLINR  PUB  SERV  RUTH 
RMERRDR  HESS  CORP 

1  *££6 

100.0 

3*916 

3*916 

VIRGINIA 

VIRGINIA  ELECTRIC  POWER 

EXXON 

AMERADA  HESS  CORP 

AMOCO 

1  *316*999 

68  .6 

£4  .£ 

7  .£ 

1*016*171 

353*474 

1 06  *654 

1 *431 *£99 

4.  SOUTHWEST  POWER  POOL  COORDINATION  COUNCIL  (S 

PP) 

ARKANSAS 

ARKANSAS  ELEC  COOP 

LOG I CON  INC  (SHELL) 

E  L  BRIDE (TEXACO) 

54*379 

30.0 

£0.0 

50*363 

1  £  *  7 1 6 

63*579 

JONESBORO  WATER  AND  LIGHT  PL 
DELTA  REFINING  CO 

E  L  BRIDE (MIDLAND) 

0 

33 . 0 

17.0 

17 

3 

£0 
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RECOMMENDED 

BY  SUPPLIER 

TDTRL 

FED  BURN  PCT 

< BARRELS) 

(BARRELS) 

CDLDRRDD 

CT&U>  s.cdld  PUR  div. 

0 

0 

K  RMS  FIS 


CENTRRL  KANSAS  PUR 

0 

0 

CHRNUTE  >CITY  DF 

1  >  4  0  0 

2  >  1  07 

MID  RMER. REFINING 

100.0 

2  >  1  07 

CLAY  CENTER  LT&WTR 

1  00 

110 

CARTER  WTP 

100.0 

110 

CDFFEYVILLE  LT  &  PWR 

1  >952 

2  >232 

CRA-FARMLAND 

100.0 

2  >232 

CT&U>  WESTERN  PWR  DIV 

0 

0 

KANSAS  GAS  t  ELEC 

0 

0 

KANSAS  POWER  t.  LIGHT 

0 

1  >200 

PHILLIPS  PETROLEUM 

46.1 

553 

GR.PLS 

38.4 

461 

NTL  COOP  REFINERY 

' 

15.5 

1S6 

LAPNED  WTR  &  ELEC 

155 

417 

CARTER  WTR 

100.0 

417 

MCPHERSON  ED  OF  PUB  UTIL 

1  >510 

1  >830 

NTL  COOP  REFINERY 

100.0 

1  >830 

OTTAWA  WTR  LT 

0 

0 

LOUISIANA 


CENTRAL  LOUISIANA  ELECTRIC:  C 

0 

0 

JONESBORO  POWER  t  LIGHT 

0 

0 

MIDDLE  SOUTH  SERVICES 

1 >215>409 

1 >399  >751 

MURPHY  OIL  CORF' 

30.0 

419  >925 

TAUBER  OIL  CO 

20.5 

286 >949 

SHELL 

21  .3 

293 >147 

EXXON 

12.9 

130  >568 

GULF 

9.5 

132 >976 

ERGON  INC  (EXXDN) 

3.8 

53 >191 

E  L  BRIDECOKC  REF  .  > 

1  .7 

23 >796 

REESE  OILCSUN  CIL> 

.3 

4  >  199 
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NOTICES 


RECOMMENDED 

BY  SUPPLIER 

TDTflL 

FED  BURN 

PCT 

<' BARRELS  > 

< BARRELS) 

SOUTHWESTERN  ELECTRIC  POWER 

0 

1  *000 

MISSISSIPPI 

- 

CLARKSDALE  WTR  &  LT 

663 

756 

SOUTHLND  OIL 

100.0 

756 

YAZOO  CITY  PUB  SERV. 

0 

0 

MISSOURI 

EMFIRE  HIST  ELEC 

0 

0 

ST  JOSEPH  LT  &  PWR 

0 

35 

E  L  BRIDE 

10  0. 0 

35 

OKLAHOMA 

BLACKWELL  WTR  t.  LT 

o 

0 

OKLAHOMA  GAS  &  ELEC 

0 

0 

WESTERN  FARMERS  ELEC  COOP 

o 

0 

TEXAS 

GULF  STATES  UTILITIES 

1 19*661 

1 69 *661 

COASTAL  STATES  MKTG 

ir 

■Z*  t  ■  J 

63  *  623 

TENNECO 

16.1 

27*315 

UNITED  PETRO  DISTRIB 

4.0 

6 * 736 

EXXON 

50.1 

34  *  1 02 

SOUTH  HAMPTON  CO 

25.3 

37*834 

5.  ELECTRIC  RELIABILITY  COUNCIL 

OF  TEXAS 

e EPCOT > 

AUSTIN  CITY  ELEC  DEPT 

36  ?  0  0  0 

52*000 

TESDPD 

100. 0 

52*000 

BRYAN*  CITY  OF 

0 

0 

COMMUNITY  PUB  SERV 

£« 

601 

STD.OIL-TEXAS 

1  0  0 . 0 

601 

DALLAS  POWER  &LT . 

0 

2  *  000 

FORT  WORTH  REFINING 

13.2 

364 

KERR  MCGEE  OIL  CO 

13.9 

378 

JwW  REFINING 

47.2 

944 

BEE  OIL&REFINING 

15.6 

312 
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RECOMMENDED 
FED  BURN 

PCT 

BY  SUPPLIER 
< BARRELS > 

TDTAL 

BARRELS;- 

EL  PASO  ELECTRIC 

STD .01 L-TEXAS 

TESDRD 

55*890 

74  .5 

8  5 . 5 

45*688 

15*618 

61 *846 

GARLAND  jCITY  DF 

LOWER  COLORADO  RIVER  RUTH 
MED I  HR  ELEC  CCJGP 

SRN  RHTDNIO  PUB  SERV 
TESDRD 

0 

0 

0 

c 

100.0 

8*880 

0 

0 

o 

8*880 

TEXAS  ELEC  SERV 

TEXAS  PI  OR  &  LT 

WEST  TEXAS  UTIL 

PRIDE  REFINING  INC 

o 

0 

5  *  065 

100.0 

9*1 65 

0 

0 

9  *  1 65 

6.  MID- AMERICA  INTERPDDL 

NETWORK 

<:  MR  I N  > 

ILLINOIS 

COMMDNWEALTH  EDISON  CD. 
ALLIED  D. 

CLARK  OIL&REF .CDPP 

0 

98 . 0 

8  .  0 

33 >  38  0 

680 

34  *  000 

ILLINOIS  POWER  CO 

ALLIED  D. 

0 

1  0  0 . 0 

5  *  4  0  0 

5*400 

MISSOURI 

UNION  ELECTRIC 

0 

0 
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NOTICES 


RECOM MENDED 

BY  SUPPLIER 

TOTAL 

FED  BURN 

PCT 

< BARRELS) 

•■BARRELS  '• 

WISCONSIN 

- 

LAKE  superior  dist  pwp 

4  *  0S4 

4  *  566 

DOME  PETROLEUM 

1*0  0 . 0 

4  *  566 

WISCONSIN  ELEC  PWP 

0 

5 

INDUST  FUEL&ASPHRLT 

100.0 

5 

7.  MID-CONTINENT  AREA  RELIABILITY  COORD I NRT I ON  AGREEMENT  <  MARCA> 

I OWR 

ATLANTIC  MUNIC IPftL  UTILITIES 

0 

0 

INTERSTATE  POWER 

0 

0 

LAMQNI  MUNIC 

0 

> 

12 

3TD.UlL<IhP> 

100.0 

12 

MINNESOTA 

AUSTIN  UTILITIES 

0 

-.165 

NORTHWESTERN  REF 

'*  48.3 

80 

OUSTAFSDN  JJIL  CD 

33*0 

54 

J  H  BARBER 

18.7 

31 

FAIRMONT  WTR  LT 

0 

0 

MARSHALL *  MUNICIPAL  UT IL 

186 

231 

E  L  BRIDE 

• 

100.0 

231 

* 

MINNESOTA  PWR  LT 

36*342 

39*976 

MURPHY  OIL 

100.0 

39*976 

NORTHERN  STATES  PWR 

0 

2*675 

E  L  PR  I  DEC  TEXACO*  WO 

100.0 

2*675 

□WRTONNR  MUN  UTIL 

923 

1  >  047 

NORTHWESTERN  REF 

60.0 

623 

GUSTAFSON  OIL  CO 

40.0 

419 
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RECOMMENDED 

BY  SUPPLIER 

TOTAL 

FED  BURN 

PCT 

< BARRELS > 

< BARRELS) 

WORTHINGTON  *  CITY  OF 

2  >  1 25 

2  >639 

ALLIED  □. 

100.0 

£,639 

NEBRASKA 


CENTRAL  NEBRASKA  PUBLIC 

0 

0 

FAIRBURY  LT  i,  WTP 

5.44 

639 

CARTER  WTR< TEXACO) 

100. 0  639 

GRAND  ISLAND  ELEC 

0  • 

0 

HASTINGS  UTILITIES  DEPT 

0 

0 

LINCOLN  ELECTRIC  SYSTEM 

E.  L.  BRIDE  COMPANY 

0 

100 

NEBRASKA  PUBLIC  POWER  DISTRI 

0 

0 

OMAHA  PUB  FWR  BIST 

0 

0 

3.  EAST  CENTRAL  AREA  RELIABILITY  COORDINATION  AGREEMENT  <ECAR> 

MICHIGAN 


□I INTON  LT  &  WTR 

553 

- 

724 

CRYSTAL  REFINING  CO 

100.0 

724 

CONSUMERS  ROWER 

199*101 

225*302 

CONSUMERS  PWR-CRUBE 

54.0 

1219663 

LAKESIDE  ‘REFINING  CO 

44.0 

-  319542 

OSCEOLA  REFINING  CO 

8*0 

18*024 

TOTAL  ^LEONARD  INC 

4.0 

9*012 

MURPHY  Nl*BIV. AMOCO 

-6.0 

13*518 

ENTERPRISE  OIL  CO 

6.0 

13*518 

" BORON  0 IL  <  STANDARD ) 

3.0 

6*759 

INDUST  FUELS, ASPHALT 

2.0 

4  >306 

RUPP  OIL  COMPANY 

2.0 

4  >506 

GLADIEUX  PEF 

1.0 

2  >253 

DETROIT  EDISON  CO. 

9 1 0  >  093 

1 >  024  >527 

SUN  DIL 

70.0 

7 1 7  > 1 69 

CANADIAN  FUEL  MKTRS 

9.9 

101 >428 

ENTERPRISE  OIL  CO 

4.8 

49  > 177 

PETRO  PRODUCTS 

5.4 

55 >324 

MARATHON  OIL 

9.9 

101 >428 
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NOTICES 


RECOMMENDED 
FED  BURN 

PCT 

EY  SUPPLIER 

C BARRELS) 

TOTAL 

C BARRELS) 

GRAND  HAVEN  ED  RUE 
□SCEDLA  REF 

2*506 

100. 0 

2*792 

2*792 

HILLSDALE  ED  DF  PUE  WORKS 
LEW ISC GLAD IEUX  REF ) 

2*440 

1  0  0 . 0 

2*685 

2  *685 

□HID 

CLEVELAND  ELEC  ILLUMIN 
ALLIED  □ . < ASHLAND) 

140* 143 

1  0  0 . 0 

182*974 

182*974 

TQLEDD  EDISON 

SUN  OIL 

PENNSYLVANIA 

7  *  52 1 

1  0  0  .  o 

8*594 

3*594 

ALLEGHENY  POWER  SERVICE 
ALLIED  0 . C NEPCO > 

0 

1  0  0 . 0 

5*000 

5 , 000 

?.  WESTERN  SYSTEMS  COORDINATING  COUNCIL 

cwsco 

ARIZONA 

ARIZONA  PUELIC  SERVICE  CO. 

UNION  OIL  OF  CAL 

PACIFIC  SOUTHWEST 

SAN  JOAQUIN  REF 

BASIN  FUELS 

0 

63 . 0 

16.5 

16.5 

4.0 

117,810 

30*855 

30*855 

7*480 

1 87  *  0 0 0 

SALT  RIVER  PROJECT 

TESORO 

DOUGLAS  OIL  CD 

EDGING TON  OIL  CO 
GUSTAFSON  OIL  CO 
MACMILLAN 

POWER I NE  DIL  CO 

LITTLE  AMERICA 

SAN  JOAQUIN  REF 

0 

12.4 

c.  •  o 

5.6 

m  9 

17.0 

12.5 
19.7 
29.1 

19*840 

4,48  0 
3*960 

1  *440 
cl  7  *  2  0  0 

2  0  *  0  0  0 

31 *520 

46  *  56  0 

1 6>  0  *  0  0  0 
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RECOMMENDED  ' 

BY  SUPPLIER 

TDTRL 

FED  BURN 

PCT 

•".BARRELS) 

(BARRELS) 

TUCSON  GRS  &  ELEC 

£44 » 481 

£7£  5 195 

GOLDEN  GATE  PETRD 

££ .  0 

59*883 

NAVAJO  REFINING 

5.0 

135610 

TOSCO 

43 . 0 

117  5  044 

UNION  GIL  OF  CR 

£5 . 0 

68  5  049 

HOLLAND  OIL< TOSCO) 

5.0 

1 3  5  €•  1  0 

CALIFORNIA 

BURBANK  CITY  PUBLIC  SER  . 

32  9 0 0  0 

45 5 £80 

CARSON < GOLD. EAGLE > 

1  0  0 . 0 

45 5 £80 

GLENDALE  PUBLIC  SERVICES 

8£  9 0 0  0 

905978 

POWER I NE  OIL  CO 

1  0  0 . 0 

905978 

IMPERIAL  IRRIGATION  DISTR 

5£  >  000 

635576 

CRESCENT  REF&0<: GULF) 

1  00.0 

63,576 

LOS  ANGELES  DEPT  OF  WATER  & 

1  *5 1 3  >>  8£  1 

1 s69£ 56£1 

ARCO 

43.5 

736 5 £90 

COASTAL  STATES  MKTG 

£7.2 

4605393 

EDGINGTON  OIL  CO 

15.3 

£58  5  97 1 

PETROBAY 

5.5 

93  5  094 

NEWHALL  REFINING  CD 

3 . 6 

605934 

SAN  JOAQUIN  REF 

£ .  6 

445008 

POWER I NE  DIL  CO 

£.3 

385930 

PACIFIC  GAS  &  ELECTRIC  CO 

1  ?19?!.734 

1 5377s734 

ARCO 

71  .3 

98£ 5  3 £4 

UNION  OIL  OF  CR 

4.7 

645754 

PHILLIPS  PETROLEUM 

£4 . 0 

33 0 5  656 

PASADENA  POWER  CO. 

60  *  087 

75.5  789 

GOLD .EAGLE 

1  0  0 . 0 

P5  ?789 

SAN  DIEGO  GAS  &  ELECTRIC  CO. 

530 i 087 

5945187 

UNION  DIL  OF  CR 

£9  .8 

1775068 

HIRI 

16. £ 

96  5  2  5 8 

EDGINGTON  OIL  CO 

£1  .3 

1 £6  5  56£ 

TESORO 

-!*C  ■  i 

194 5 £99 
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NOTICES 


.  • 

RECOMMENDED 
FED  BURN 

PCT 

BY  SUPPLIER 
< BARRELS V 

TOTAL 
< BARRELS) 

SOUTHERN  CALIF  EDISON 
STD.OIL-CAL 

TEXACO 

HP  CO 

EXXON 

PACIFIC  RESOURCES 
MACMILLAN  P.F.OIL 

CONOCO 

3 -.314.513 

59.1 

3.0 

6.4 
16.7 

5 .6 

3.4 

1  .8 

2.177.843 

294 . 8 0 1 
235.341 
615.397 

8  06 . 36 1 
88.440 

66 . 33  0 

3.685.013 

COLORADO 

COLORADO  SPRINGS  LT  &  F‘WP 
LAMAR  LT  t:  PWP 

PUB  SEPV  COLORADO 

PLATEAU  INC 

0 

o 

1 1 .305 

1  0  0 . 0 

13 . 096 

0 

0 

13* 096 

MONTANA 

MONTANA  POWER 

NEVADA 

0 

0 

NEVADA  POWER  COMPANY 
GUSTAFSON  OIL  CO 

HUSKY  OIL  COMPANY 

0 

54 . 0 

46 . 0 

359 

3  06 

665 

SIERRA  PACIFIC  POWER 

GOLDEN  GATE  RETRO 

4 .  c6c 

100.0 

6*01 3 

6.018 

NEW  MEXICO 

PLAINS  ELEC  GEN  &  TR 

SM 

PLATEAU  INC 

CARIBOU  4  CORNERS 

o 

97.3 

a  •  c. 

28 

1 

29 
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RECOMMENDED  BY  SUPPLIER  TDTRL 

FED  BURN  PCT  < BARRELS)  (BARRELS) 


PUB  SERV  NEW  MEXICO  0  0 

OREGON 


PACIFIC  POWER  &  LIGHT  CO  0  £8 

STD .OIL< IND)  100.0  £8 

UTAH 


UTAH  POWER  FLIGHT  CO.  10 ->0  00  10  *  000 

BLACKLINE  ASPH. SALES  100.0  10,000 


WASHINGTON 


PUGET  SOUND  POWER  FLIGHT  CO.  0 
SEATTLE  DEPT  OF  LI  0 
TACOMA  DEPT  OF  PUBLIC  UTIL  IT  0 

1 0  .  A SCC 


HAW A 1 1 


HAWAIIAN  ELECTRIC  COMPANY 
STD.QIL-CA 

HILO  ELEC  LT 
STD  .OIL-CA 


'601 «594 

1 0 0 . 0  664  ?  394 

39*787 

100.0  44 i 049 


0 

0 

0 


664  *  394 

44  *  049 
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RECDMMENDED 
FED  BURN 

PCT 

BY  SUPPLIER 
< BARRELS > 

TOTAL 
< BARRELS > 

KAUAI  ELECTRIC 

STB .DIL — CA 

10,735 

100.0 

13,015 

13  , 015 

MAUI  ELECTRIC 
STB.QIL-CA 

31 >513 

100.0 

34  >763 

34,763 

11.  NOT  OTHERWISE  CLASSIFIED 


IJNK 


GUAM  PWR  AUTH 

U .S .NAVY 

75,169 

100.0 

36,169 

86 , 1 69 

PUERTO  RICO  WATER  RESOURCES 
COMMONWEALTH  OIL 

PUERTD  RICO  SUN  OIL 
CARIBBEAN  GULF  REF 

1  ,595,045 

50.0 

30.0 

30.0 

833,443 

530,066 

353,377 

1,7 66 ,886 

ST  CROIX,  V.I.  WTR  PWR 

AMERADA  HESS  CORP 

39,358 

100.0 

33,966 

33,966 

ST  THOMAS,  V.I.  WTR  PWR 
AMERADA  HESS  CORP 

35,790 

too.o 

40 , 047 

40,047 
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Presidential  Proclamations  and  Executive  Orders 

Consolidated  subject  indexes  and  tabular  finding  aids  to  Presidential  proclamations, 
Executive  orders,  and  certain  other  Presidential  documents  promulgated  during  a 
30-year  period  ( 1936—1965)  are  now  available  in  two  separately  bound  volumes, 
published  under  Title  3  of  the  Code  of  Federal  Regulations,  priced  as  follows: 


Title  3,  1936-1965  Consolidated  Indexes _ $3.  50 

Title  3,  1936-1965  Consolidated  Tables _ $5. 25 
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